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No evidence of yellow fever — Mosquitoes diminishing. 

Alice, Tex., June 11, 1904- 
The situation here is unchanged. I saw 3 new cases to-day, but 
none showed evidence of yellow fever. The consensus of opinion is 
that the mosquitoes are diminishing' in numbers, and some of the cases 
of fever are convalescing rapidly. 

We have accomplished the following inspection, oiling, and fumiga- 
tion from June 8 to 12, both dates inclusive: Inspected 337 houses, 
containing 619 rooms; oiled 240 barrels, 20 cisterns, 68 ponds; fumi- 
gated 8 houses, with 41 rooms. 

Antimosquito work. 

Acting Assistant Surgeon Frick reports, through Passed Assistant 
Surgeon Richardson, as follows: 

Alice, Tex. , June 15, 1904. 

During an inspection tour I found barrels containing drinking 
water were, in all cases, free from larvae; discarded barrels, and bar- 
rels containing water for washing purposes, together Avith troughs 
and some above-ground cisterns, were usually found containing ova, 
larva?, and adult mosquitoes. In the immediate vicinity mostly Cidex, 
though in 75 per cent of cases Stegomyise. As a rule, the Stegomyia 
larva?, where found, were not numerous. As yet I have been unable 
to find a single solitary A?>oj)heles. In a well of 90 or more feet depth 1 
found Culex ova and Stegomyia larva? and pupa>, and drowned adult 
mosquitoes. 

Acting Assistant Surgeon Cock and force are active and have done 
good work so far, fumigating in the neighborhood of suspicious cases. 
We will fumigate all dug wells, after which we will cover surface of 
water with good coating or film of oil. The latter may not be neces- 
sary, but it is thought best not to take any chances and to assure the 
destruction of larva?. We have fumigated to date 44 houses, contain- 
ing 138 rooms. We have no data of the water containers emptied. 

I will see the patient, Clark, to-day. 

The people are beginning to screen their water containers, and 
cooperation on the part of the citizens is satisfactory. There is a little 
opposition to fumigation by a few persons, mostly Mexicans, but I feel 
that in a few days this will disappear. 

Alice, Tex. , Jvne 16, 1904- 
The situation here is unchanged. The plrysicians report no new 
cases of sickness. 1 understand that a sick boy came into town yes- 
terday from one of the ranches. I shall endeavor to locate him during 
the day. 

There appears to be much communication between the ranches and 
this town, particularly among the children, who go out for a few days' 
vacation. Alice proper, while somewhat unsightly in some parts, is, 
according to my belief, not unhealthy, but since it is a central point 
for all the surrounding ranches, which its inhabitants control, I believe 
it is much liable to infection. I am also of the opinion that the ranches 
all through this section of country are infected with malarial fevers, 
where a visit will be sufficient, although I have as jet been unable to 
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find any anopheles, either larvae or adults, and I have made what I 
deem a close search. Doctors Purnell and Cock were with me part of 
the time on these investigations. 

Doctor Cock and force are continuing the work of fumigation and 
inspection, fumigating to-day 34 houses, containing 88 rooms. 

Acting Assistant Surgeon Purnell was ordered to San Antonio, and 
left for that place this morning. 

Alice, Tex., June 17, 1904.. 

The situation here is unchanged. Rain during the afternoon of 
yesterday interfered with the work, although Doctor Cock and force 
did very good work; fumigated 8 houses, containing 33 rooms; oiled 
4 ponds and 1 creek of about 2,500 feet surface, and 14 barrels. 

The people are appreciative, and the physicians are willing to show 
their cases. 

June 16, 1904. 
Richardson, Laredo, Tex.: 

Purnell ordered to return San Antonio. Wire present state of 
affairs Alice; what work now being done by disinfecting squads. 
Continue to carry out antimosquito campaign previously outlined. 

Glennan, Acting Surgeon- General. 
******* 

Laredo, Tex., June 16, 1904. 
Wyman, Washington: 

Replying Bureau telegram June 16, Frick reports nothing new 
Alice. Disinfection being done in neighborhood of sickness, but 
entire town will be covered. Antimosquito work being pushed rapidly ; 
dug wells being fumigated and oiled; citizens cooperating and screen- 
ing containers. * * * 

Richardson. 

San Antonio, Tex. , June 16, 1904- 
Wyman, Washington : 

Arrived here this afternoon. 

Purnell. 

Summary of reports from. New Laredo and Laredo. 

Passed Assistant Surgeon Richardson reports as follows: 

Laredo, Tex. , June 14, 1904- 
New Laredo, Mexico, reports for June 9, 10, 11, 12, and 13, 2,046 
domiciliary visits and 171 containers emptied and 51 containers oiled. 

Laredo, Tex., June 18, 1904- 
New Laredo reports for June 14, 15, 16, and IT, 1,864 domiciliary 
visits; 129 water containers emptied and 37 oiled. 

Laredo, Tex., June 20, 1904- 
During week ended June 18 fumigated (Laredo) 48 houses, containing 
141 rooms; inspected 9,081 premises; oiled 2,784 water containers, and 
investigated 16 sick. Frick, Cock, and Macgregor, with 7 men, in 
Alice. Maximum temperature, 96°; no rainfall. 



